From: Fang Cai [fangcai@gmail.com] 

Sent: 1/26/2018 9:15:35 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYD!BOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: [External] ACP disapproval 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious 
email as an attachment to report.spam@nc.gov. 


I am a voter and I am extremely disappointed by the Governor’s decision to approve the Atlantic coast 
pipeline. What short-sighted leadership to bring this environmental disaster to our state. I voted for 
Gov. Cooper and expect him to lead our state in the direction of clean energy, not toxic fossil fuels 
that decimate our environment. 

Fang Cai 
Durham, NC 



